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Clarence Brown 

Assistant District Attorney, Middlesex County 
Dear Mr. Brown, 

Enclos ed is the information you requested in regards to Commonwealth vs. 

Included are copies of the following; 

1. Drug Analysis Laboratory Receipt. 

2. Control Cards with analytical results for sample #’s 

3. Analysis sheets with chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for sample 

GC/MS testing was performed by Annie Dookhan. All other analyses were performed by 
Kate Corbett. If you have any questions about these materials, please call me at the 
number below. 



Chemist I! 

Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 


cc: ASD 


Corbett email PRR 006888 







Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 

Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


Execiilive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


DRUG RECEIPT 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 

Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


City or Department: J^OLOt- LL _Police Reference No. 

Name and Rank of Submitting Officer: ^^€77 ^/^vyf/s/ UJ • 


Defendant(s) Name (last, first, initial): 




To he completed by Submitter 
Description of Items Submitted 




To be completed by Lab Personnel 
Gross Weight Lab Number 








Nc 

City: 

Officer: 

Def: 
Amount: 
No. Cont: 
Date Rec'd 
Gross Wt. 


Date Analyzed: 


Lowell Police Dept. 

Detective BRYAN MCMAHON 


04 


9 Cont pb 
i/2008 
3.32 





SubstSUB 


No. Analyzed: ^ 

Net Weight; 0 ‘ ^ 


Findings: 


# Tests 

COCO.vj'Ma_ 


nicf}c 


City: Lowell Police Dept, 

Officer: Detective BRYAN MCMAHON 

Amount; 

No. Cont; 3 Cont pb 

Date Rec'd: 04/1^2008 
Gross Wt; 2.51 


Prelim; C6r(jLs. 


Date Analyzed: 


OS-'vSt-zJjS' 


Subst SUB 


No. Analyzed; \ 

Net Weight: 0 ■ ^ ^ 

# Teste: 


Corbett email PRR 006890 






DRUG POWDER ANALYSIS FORM 




PREUMINARY TEST RESULTS 


GC/MS CONFIRMATORY TEST 



Corbett email PRR 006891 


















PRELriVIINARY TESTS 



Cobalt 

Thiocyanate 



Marquis 

Froehde's 



DATE 


Gold 

Chloride 


>crvstalllne Tests 

_i_ 

TLTA ( ) 4 

OTHER TESTS 


GC/MS CONFIRMATORY TEST 
RESULTS Cfl cili M 



Revised 7/2005 


Corbett email PRR 006892 
















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM4\08_15_08\617904.D 

ASD 

15 Aug 2008 14:54 

BLANK 

1 

DRUGS 
RTE 




vO 


,v 


Abundance TIC: 6T7904.0 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


617904.D Wed Oct 19 12:55:04 2011 Page 1 


Corbett email PRR 006893 





















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM4\0 

ASD 

15 Aug 2008 
COCAINE STD 

5 

DRUGS 

RTE 


8__15_08\617905 .D 
15:08 


jAbundance 
700000; 
6000001 
500000i 

4000001 

i I 

i 300000! 

I 200000 


4(27 


TIC; 617905.0 



100000 


Time--> 2.00 2.50 

ibo 3.b0 ‘ 4.00 4.50 ' ' 5.66 

5.60 

6.6o 

6.6o 7.66 ' 7.50 8.6o ’ 8.50 . 9.6o ’ 9.6o ' ' 






Ret. Time 

Area 

Area 

% 

Ratio % 

4.273 

709582 

100 . 

00 

100.00 


617905.D Wed Oct 19 12:55:09 2011 Page 1 


Corbett email PRR 006894 









Area Percent / Library Search Report 


Information from Data File: 



File Name 

E:\SYSTEM4\08 15 08\617905.D 



Operator 

ASD 



Date Acquired 

15 Aug 2008 15:08 



Sample Name 

COCAINE STD 



Submitted by 




Vial Number 

5 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C;\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C;\DATABASE\NIST98.L 



PK# RT 

Library/ID 

CAS li 

Qual 


4.27 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 


aoi 


8 ? 


Average of 4.25210^^337 min.: $17905.0 (-) 
182 


60 i 


40 


20 


42 


51 


67 

1 

Uz-> '4^ 5b''6o'‘7o”8o’ 9 o"^6o’7iO 1*20 lio 140 160 160 170 160 ibo 200 2i0 ^02^0 24o 250 260 270 280 200 300 


94 


105 


122 


,yi!: ‘I ;,.;.114:' 135. 


152 


166 




198 

I 207 222 

■ h >1 


272 

244 259 i 288 


303 


Abundance 


#29: COCAINE 


82 


80: 


60! 


182 


40: 


94 


105 


20 


: 42 


51 


68 


122 


114 . i 135 1®® 


198 


214222 244 259 


272 


303 


^m/z-> 40 50 60yb 80 90 lOO 110 120 l3o' 140 150 160 l20 180 160 2(!)b 2lb 220 260 240 250 260 270 280 290 300 


617905.D 


Wed Oct 19 12:55:10 2011 


Page 2 


Corbett email PRR 006895 























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM4\08_15_08\617920.D 
ASD 

15 Aug 2008 18:34 

BLANK 
KAC 
1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


617920.D Wed Oct 19 12:56:06 2011 Page 1 


Corbett email PRR 006896 


























Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E : \SYSTEM4\ 
ASD 

15 Aug 2008 


KAC 

21 

DRUGS 

RTE 


08_15_08\617921 .D 
18:48 


Abundance 

2000000 : 


TIC: 6T792TD“ 


4128 


1500000! 


1000000 : 


500000! 


0 




iime-> 2.00 2.50 3,00 3.50 4.5o 4.50 6.00 5.50 6.00' 6.^0 7.00 7,50 8.00 8.50 9,00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.279 

2232414 

100.00 

100.00 


617921 .D 


Wed Oct 19 12:56:10 2011 


Page 1 


Corbett email PRR 006897 








Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E: \SYSTEM4\08_15__08\617921 .D 
ASD 

15 Aug 2008 18:48 


21 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASB\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


PK# RT 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qua! 


4.28 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 


80; 


82 


Average oTO'OTo 4.391 min,: 617971.11 (-) 
182 


601 


40; 


20 ; 


42 

I 51 


Ot.li 


94 


68 


I, 


105 




122 


135144 ^“ 


198 


272 


303 


i 207 216 230 242 259 I 281289 


m/z-> 40 50 60 70 80 90 100 110 120 


I '136 140 150 160 170 ife 190 260 2-io 2^0 2^ 240 29o 260 270 280 29o 300 


Abundance 


80; 


82 


#29rCDCA[NE" 


182 


60; 


40] 


20 : 


0 : ,, 


94 



■ 

105 

I : ; 

42 



51 

68 J; 

122 i 198 

'Mi i- 1^2 272 

.,35 166 1 214222 244 259 


303 


m/z.-> 40 50 60 70 8'0 90 100 110 120 130 140 150 160 170 l80 190 200 210 220 230 240 250 260 270 280 290 300 

617921.D Wed Oct 19 12:56:11 2011 Page 2 


Corbett email PRR 006898 






















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM4\08_15_08\617922.D 
ASD 

15 Aug 2008 19:02 

BLANK 
KAC 
1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


617922.D Wed Oct 19 12:56:15 2011 Page 1 


Corbett email PRR 006899 





















Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
Acquis!tionMeth 
Integrator 


E:\SYSTEM4\08_15_08\617923.D 
ASD 

15 Auq 2008 19:15 


KAC 

23 

DRUGS 

RTE 


lAbunciance 



TrC;6W23:D 


4 

28 



i 15000001 

1 i 





1000000i 





: 

500000. 





0^-: . . . . : ... . 





Time-> 2.00 2,50 3,00 3.50 

4.00 

4.50 5.00 

5.50 e.bo 

6,50 7,6o 7.50 8.00 8.50 9,00 9,bo 1 

Ret. Time 

Area 

Area % 

Ratio % 

4.277 

1527202 

100.00 

100.00 


617923.D Wed Oct 19 12:56:19 2011 


Page 1 


Corbett email PRR 006900 





Area Percent / Library Search Report 


Information from 
Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File; 
E;\SYSTEM4\ 
ASD 

15 Aug 2 Q 0 8 


KAC 

23 

DRUGS 

RTE 


08_15__08\617923 .D 
19:15 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality; 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 4.28 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


80 


82 


Avefa^ '617923:0' (-) 

182 


60 


40; 


94 


42 


105 


20 : 


:55 68 I 


122 

: 135 152 166 


198 


303 


Wz-> ° 40 e'o' , 8(3 1(30 ' ilo 140 160 180 


272 

214 242 259 ; 288 


374 


Abundance 


80; 


io 240 ' 260 ' 280 360 3^0 340 

^29: COCAINE 


360 


8 ? 


601 
40 i 

20! 42 

O': 


182 


94 


105 


55 50 


’m/z*-> 40 60 80 


122 

135 

.1 i. - _,i_ , ; ■ 

198 

214 

272 

244 259 : 

303 

120 

140 160 lio 

200 

220 

240 2^0 280 

3& 320 ' 340 360 


617923 .D 


Wed Oct 19 12:56:19 2011 


Page 2 


Corbett email PRR 006901 




















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM4\08_15_08\617927.D 
ASD 

15 Aug 2008 20:10 

OLANR 

1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


617927.D Wed Oct 19 12:56:33 2011 Page 1 


Corbett email PRR 006902 


















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM4\08_15_08\617928.D 

ASD 

15 Aug 2008 20:24 

COCAINE STD 

28 

DRUGS 

RTE 




4)26 


TIC: 617928.0 


600000 ; 


400000i 


200000i 


irime-> ° 2,00' 2.50’ 3,00 ' 3.60 4,00 '^50 ' 6.00 5.50'"^6.00 '6.50 TOO ' 7.50 ' ' 8.00 ' ’ 8.50 ‘ 4bo ' 9.So ’ 


Ret. Time 

Area 

Area % 

Ratio % 

4.277 

753312 

100.00 

100.00 


617928.D Wed Oct 19 12:56:38 2011 


Page 1 


Corbett email PRR 006903 












Area Percent / Library Search Report 


Information from Data Pile: 



File Name 

E:\SYSTEM4\08 15 08\6.17928.D 



Operator 

ASD 



Date Acquired 

15 Aug 2008 20:24 



Sample Name 

COCAINE STD 



Submitted by 




Vial Number 

28 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NTST98.L 



PK# RT 

Library/ID 

CASli 

Qual 


1 4.28 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 


Abundance 


80 i 


8^ 


7^vefageof4.^5‘1164 
182 


60! 


40: 


! 94 

I 

I > ; 106 



42 1 ;! 


20; 


.55 67 ! I; 

122 



p: ! i 152 

0 


■b.jnj !,■ 

:i ,135 ; 


303 


i .. 1?? igg 

272 

214 242 2159 j 288 

:m/z-> ' 40 60 80 100 lio 140 160 180 200 ’ 220 240 260 280 ' 300 320 ' ' 340 


166 


355 j 


Abundance 

; j 

8,2 



#29: COCAINE 




' sol 

I 





182 




: 60 









40 


94 

i 105 



I 




! 20i '^2 


: i [ 



i 




i ; ' 

■ ot - ' 

55 68 

Mu 


122 

135 166 

198 

A 1 214 

244 

272 

259 ! 

303 

m/z-> 40 

60 8C 

100 

120 

140 160 

180 200 220 

240 

260 280 

360 320 340 


617928 .D 


Wed Oct 19 12:56:38 2011 


Page 2 


Corbett email PRR 006904 






















